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THE INFORMATION AND DATA CONTAINED HEREIN IS 
PROPRIETARY AND IS SUBMITTED IN CONFIDENCE; AND 
SHALL NOT BE DISCLOSED, USED OR DUPLICATED FOR 
ANY PURPOSE WHATSOEVER WITHOUT THE PRIOR 
WRITTEN PERMISSION OF PARAVION TECHNOLOGY, INC. 
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2001 AIRWAY AVENUE 
FORT COLLINS, CO 80524 
www.paravion.com 


CAGE CODE 
3CMA0 
THREADS 
INTERNAL: CLASS 2B 
EXTERNAL: CLASS 2A 


SURFACE ROUGHNESS: 
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NOTE: 
THIS DRAWING DEFINES THE OVERALL GEOMETRY AND PERFORMANCE SPECIFICATIONS OF THE PART/ASSEMBLY, AND CONSTITUTES THE 
ACCEPTANCE CRITERIA THEREOF. ONLY THE ITEM(S) DESCRIBED IN THIS DOCUMENT PROCURED FROM THE VENDOR LISTED HEREON ARE 
APPROVED FOR USE. A SUBSTITUTE ITEM SHALL NOT BE USED WITHOUT PRIOR APPROVAL. CONFORMANCE OF HARDWARE TO THESE 
REQUIREMENTS IS ACCEPTABLE IN LIEU OF VENDOR DOCUMENTATION. FOR FURTHER CONFORMANCE DATA NOT SHOWN, REFER TO 
MANUFACTURERS PRODUCT DATA SHEET. 


ACCEPTED VENDORS: 
AMAZON.COM, INC 410 TERRY AVE N SEATTLE, WA 
VENDOR P/N: 5023-BSS 


MANUFACTURER: 
BLUE SEA SYSTEMS 
MFG P/N: 5023 


MATERIAL: GLASS-FILLED NYLON (MAIN BODY) 
TIN-PLATED COPPER C11000 (BUS BAR) 
CIRCUITS: 4 
RATING: 100A PER BLOCK 
30A PER CIRCUIT 
MAX VOLTAGE: 32V DC 
SCREW TERMINAL TORQUE: 18 IN-LB (2.03 NM) 
SCREW TERMINAL TYPE: 
#8-32 SCREWS WITH CAPTIVE STAR LOCK WASHER 
FLAMMABILITY RATING: UL94V-0 
IGNITION PROTECTION RATING: ISO 8846 


-1 FUSE HOLDER 


3.59 


1.73 


.75 


.40 
CLEARANCE 
FOR 3/8 [M10] 
TERMINAL STUD 


1.28 


.84 


2.23 


4X #8-32 
SCREW 
TERMINALS 


3.22 


.55 


1.17 


.00 


.24 
.34 
.38 
.59 


1.27 


RELEASE DATE 2023.05.30 - REF ECR 521 


